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ANNUAL  R':^':pORT 
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of  the 

•*k 

MSDIOAL  OFFICER  OP  HEALTH 

\ 

I 

to  the 

URBAM  DISTKICT.-  CODNCIL  OP  wOODSRIDGE. 
for  the  year  1945. 


};Ir.  Chairman,  Ladies  and  Gentlemen,  '  ' 

^  H^J^Gwith  my  Report  for  the  year 

1945,  on  the  lines  directed  by  the  Ministry  of  Health. 

.  .  I  am^ 

Yours  faithfully, 

\ 

I 

CHARLES  M.  WHITEPORD. 

Medical  Officer  of  Health. 
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ST/.TISTICS. 


ISMIjiJION.  Tte  Registrar  General’s  estiiBate  of- the  mic3-yo.ar-,Bor.ulat  ion 

IS  4p  /lo  I  " 

LIVU  BIRTHS. 


STILL  BIRTHS. 


DBATHS 


Tot ale 

Male. 

Female, 

Legitimate 

67 

33 

34 

Illegitimate 

15 

10 

5 

This  gives  a 

Birth 

Rate  per  1,000 

population  of  17.4  ; 

(England 

and  YiTales 

16.1). 

i. 

Total. 

Male , 

Female, 

Legitimate 

2 

2 

Illegit imate 

2 

2 

This  gives  a 

Still 

Birth  Rate  per 

1,000  ponulation  of  0. 

(England  and 

Y/ales 

0, 46 ) ,  ' 

Still  Birth 

Rate  per  1,000  total 

Births  is 

h6.5 

Total. 

Male . 

'  Female. 

69 

27 

42 

This  gives  a  Crude  Death  Rate  of  14. 6  per  1 , 000- populat ion. 

(Brgland  and  ^yales  11.4)* 


DDaTH  prom  PURRPDRAL  causes. 


Puerperal  Sepsis.  NIL. 

Other  Maternul  Causes.  NIL.' 

DEATH  Ri\TE  OP  INFaITTS  UNDER  '1  YEAR  CP  ACT?. . 


PUBLIC 


All  infants  per  1,000  Live  B  irths 
Legitimate  Infants  per  1,000  Legitimate 

Live  Bi'^^ths 

Illegitimate  Infants  per  1,000  llie- 

gitimate  Live  Births. 
Death  from  Cancer  (all  ages). 

Death  from  Hsasels  (all  Eiges). 

Death  from  Y/hoopong  Cough  (all  ages). 
Death  from  Diarrhoe  a  (under  2  years 

of  age ) . 

HEi'lLTH  SERVICES. 


24.4 

29.9 

NIL 

8 

NIL 

NIL 

NIL 


County  Council  is  the  responsihle  authority  for  the  public 
health  services  -  Ilaternity  and  Child  Y/elfare,  Tuberculosis  and  Venereal 
Diseases  Schemes,  and  all  School  Medical  Services. 
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/irrangements  to  combat  iafestatioa  of  head  or  body  or  clothing 
remain  as  .formerly; 

(a^  School  children  are  examined  andCLeansed  by  the  School  Nurses,. 

(b)  Grown-ups  and  children  under  school  age  can  be  disenfested  in 

hospital  if  required. 

Premises  can  be  fumigated,  clothing  and  fabrics  heat-treated  and 
various  insecticides  supplied  for  domestic  cleaning. 

No  cases  of  scabies  infestation  were  referred  for  treatment  during 
.  •  '  the  year. 

NuTINI.'lBLE  diseases  (OTtiNR  THAN  TUBERCULOSIS)  DURING  1945. 


The  three  cases  notified  as  Cerebro-spinal  Fever  were  all  on  final 
diagnosis  found  not  to  be  meningitis. 


No  cases  of  Diptheria  were  notified  during  the  year.  The  campaign 
for  immunisation  of  children  against  diptheria  was  continued  as  in  former 
years  -  j 

Age  0  -  h  years.  Age  5-  15  year 


No.  of  children  completing  a 
course  of  Immunisation  during  1911-5 


67 


7 


TUBERCULOSIS  t  The  figures  for  19h5  ai’e  tabulated  belov/ 


i 

Ne\7  Cases. 

Deaths 

Groups.  T 

Pulmonary  , 

Non-nulmonary 

Eu  Im  0  n^y  Non-DulmQn.ar:v 

iL 

II.  1 

P.  j 

IVI. 

P.  j 

M. 

P. " 

0  ^ 

I 

1.- 

- 

5  - 

t 

10  - 

' 

1 

15  - 

20  -  '' 

i 

25  - 

1 

1 

35  - 

1 

45  - 

1 

. 

55  - 

I 

1 

1 
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During  19U5  there  v/ere  2  cases 
reasons  as  under  s- 

Diagnosis  not  established 

Removed  to  other  districts. 
Cured 


r,e moved  from 

the 

Tuberculos is 

Pulmonary 

Non- 

M 

-pulmonary 

T“ 

1 

Register  for 

Total,  • 
1 

1 


v;ater  supplies. 


(1)  The  water-  supply  during  1945  v/as  satisfactory  as  regards  quality  and 
quant ity. 

I 

(2)  During  the  year  no  examinations  v/ere  made  of  v/ater. 

/ 

(3)  The  water  has  a  moderate  degree  of  hardness,  and  there  has  been  no 
evidence  of  any  plumbosolvent  action, 

t 

(4)  No  evidence  v/as  found  of  pollution  of  piped  v/ater  supplies,  Private 
supplies,  derived  from  wells,  if  queried  as  to  quality  are  treated  by 

simple  sterilisation  in  the  home,  the  well  being  shared  or  as  in  the 
so'litary  suspect  case  arising  during  1945  the  well  is  ordered  to  be  closed 
up  and  the  mains  supply  laid  on, 

(5)  l)iO.  of  inhabit  at  ed  houses  during  1945  -  1,852. 

Population  (Registrar  General)  4j7l8 

Average  no. of  persons  per  house  2.98 

Dwelling  houses  supplied  with  piped  water 

(a^  direct  to  houses  ‘  857  or  46.3^ 

(b)  by  standpipes  to  groups  of  houses'  335  or  18.1^ 

Proportion  of  population  supplied  v/itlj  mains  v/ater. 

fa^  by  direct  supply  to  houses  -  roughly  54.553 

(b)  by  standpipes  to  groups  of  houses  ~  roughly  21.37o 

All  other  Public  Health  matters  are  being  held  over  until  further  instru¬ 
ctions  from  the  Ministry  of  Health. 
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